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[oop #Z7-1/ 97 
MEMORANDUM FOR: Chairman, Fine Arts Commission 
TéL, Headquarters Engineering Branch, 


4 SEP 1981 


RECD/OL 
SUBJECT: Lowered Ceilings in the Headquarters Building 
REFERENCE: Memo for C/HEB/RECD/OL fr Chairman, FAC 


dtd 28 Aug 81, subj: Proposal to Lower 
Ceilings of Ground Floor Corridors 


1. I appreciate your response and your suggestions on 
lowering the ceilings in the particular area in GE corridor. 
It is our intent to advise GSA that the ceiling should not be 
lowered in this area. 


2. The project to lower the ceilings at the Head- 
quarters Building is in its infant stages. GSA is gathering 
basic information it needs to task a designer with this 
project. As you may be aware, the initial GSA sketches 
indicated lowering ceilings in corridors that have not 
existed for several years. Preliminary discrepancies of this 
sort are quite natural when a proposed project is in its 
conceptual stage. 


3. Again, I appreciate your response and will keep 
management. advised as this project progresses. 


STAT 


cc: DDA 
D/OL 
C/LSD/OL 
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